Ad  ID  1328 


Ad  Text  It's  wrong  if  you  support  Hillary  Clinton,  who  said  that  problems  within  the 
Veterans  Affairs  Department  have  “not  been  as  widespread."  Hundreds  of 
thousands  of  veterans  may  have  died  awaiting  VA  care. 

WE  CANNOT  TRUST  HILLARY  TO  TAKE  CARE  OF  OUR  VETERANS! 

Ad  Landing  Page  https://www.facebook.com/Stop-AI-896610653786585/ 

Ad  Targeting  Location:  United  States 

Interests:  Conservatism,  The  Tea  Party  or  Republican  Party  (United  States) 
Age:  18  -  65+ 

Placements:  News  Feed  on  desktop  computers  or  News  Feed  on  mobile 
devices 

Ad  Impressions  9,819 
Ad  Clicks  2,668 
Ad  Spend  1,000.00  RUB 
Ad  Creation  Date  08/10/16  02:25:38  AM  PDT 
Ad  End  Date  08/11/16  02:25:37  AM  PDT 
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